To: Hunt, Laura[Hunt.Laura@epa.gov]; John, Forrest[John. Forrest@epa.gov]; Cook, 

Robert[Cook. Robert@epa.gov] 

Cc: Crocker, Philip[crocker.philip@epa.gov]; Nelson, Russeilfnelson. russell@epa.gov] 

From: McCoy, Melinda 

Sent: Wed 8/12/2015 4:36:57 PM 

Subject: Gold King mine response - information previously sent to EU 

FW: NMED water quality data for 5 stations on Animas River 

FW: NRSA data 

FW: 2004 wadeabie stream survey sites in NM 
FW: NMED - Soil Screening Levels 

FW: USGS report with baseline concentration ranges for metals in soils in San Juan Basin 

FW: Sediment information 

FW: Sediment information 

FW: Water Quality Criteria - Animas River 


Hi Laura, Forrest, and Rob, 


Attached is previous information I provided to Jon Rauscher and Phil Turner (EU) on Friday and 
Sunday, including the applicable NM water quality criteria, available water sampling data from 
Storet/WQX for 5 Animas river stations, USGS reports providing sediment concentration 
information from the San Juan, NMED soil screening level information, etc. 


I also provided this information to Taim yesterday (in case it is helpful). 


Here’s EPA’s website for the Gold King mine, which you can also get to by visiting Region 6’s 
homepage: htt p://www2.epa.gov/goldkingmine . 

Region 6’s homepage used to link directly to the R8 website, which includes photos from the 
site, preliminary results from R8 sampling, etc. However, since the R8 website does not appear 
to be as directly linked from the R6 homepage anymore, I also wanted to send you the link to 
R8’s website: htt p://www.epaosc.org/site/site_profile.aspx7si te_i d— 1 1082 . 


Thanks, 

Melinda 


P.S. You may already be aware of this by now, but I mentioned this to Taim and thought I’d also 
mention here. . . When you first arrive to the REOC on the 8 th floor, you will need to sign in on 
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the sign-in sheet by the front door and will need to let Cynthia Brown know who you are (give 
her your name, so she can activate your badge to access the 8 th floor). She sits in the first spot to 
the left of the sign in sheet. (At least this is the way it was working Monday and Tuesday ©). 


Melinda McCoy, Environmental Scientist 
Water Quality Standards Program 
USEPA Region 6 (6WQ-EW) 

1445 Ross Ave., Ste. 1200 
Dallas, TX 75202 


214-665-8055 (phone) 
214-665-6689 (fax) 

mccov.melinda@epa.gov 
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